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CONFIDENTIAL PARIS 28849 

US OECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: GERMAN OSCILLOSCOPE TO POLAND IL 1584 

REF: (A) COCOM DOC (77) 414, (B) STATE 219060, (C) STATE 
082896, (D) PARIS 24972 

1. USDEL CONFUSED BY INSTRUCTIONS REF B. USDEL 
INFORMED GERMANS OF DEPARTMENT SUGGESTIONS IN REF C, 

1. E., THAT THE U.S. WOULD BE PREPARED TO CONSIDER THIS 
A TEMPORARY EXPORT IF GERMANS LOANED OSCILLOSCOPE 
TO DR. FTGTF.T. AFTER WHICH IT WOULD BE RETURNED TO 
GERMANY, WHICH WOULD MEAN THE CASE WOULD NOT HAVE 
TO BE SUBMITTED TO COCOM. AS OUTLINED IN REF D, 

THE GERMANS ACCEPTED THESE CONDITIONS AND WITHDREW 
THE CASE FROM COCOM. 

2. USDEL PREPARED TO DISCUSS CASE FURTHER WITH 
GERMANS, IF SO INSTRUCTED, BUT WISHES TO POINT 

OUT AWKWARDNESS OF REOPENING A LONG PENDING CASE 
WHICH HAS BEEN RESOLVED ALONG LINES SUGGESTED BY 
THE U.S. 
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